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"SK 2" Synthetic Rubber Plant 
in Voronezh 

1 Administration buildings 

2 Pour containers on a wooden frame 

3 Department 6 
4' Department 12 

5 Workshop building, use unknown 
o Guard house 

7 Construction and repair of 
measuring instruments 

8 Pump station 

9 W orkshop building , under oon- 
struction | 

Tool depot 
Carpentry 


10 

11 

12 


13 Five tanks 

14 Ruins 

1 $ Electric department (?) 

16 Building of Department 2 

17 Management building 

18 Building of Department 8 

19 Building of Department 8^1 

20 Boiler installation % 

21 Probably transformer station 

22 Depots 

23 Storage places 

24 Building of Department 6 

B Pump station at the brook 


Building of Department 6 


C Sawmill 
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